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overcome. Mr. Waring employs a funnel-shaped apron to pre-
vent the water from running down along the sides of the discharge
limb and to cause it to fall to a point marked K on the diagram,

Fig. 24.    Siphon by A. Rosewater, 1886.
thus carrying with it the air from limb A causing the siphon
to discharge. Other auxiliaries intended to make the device
more sensitive are shown in the drawing.